


Lge sÀ g oleall 42 5S pall 3 lo! eR ENS 
Central Public Health Laboratories&Branches Arab Republic of Egypt 





ALl g 4s U3) bj 


























Ministry of Health and Population 
jas alad soled 
Passenger Test Certificate 
E.NO. 
Date Of Birth 20/07/1989 90039126 
MAHMOUD NAGEH ABDELHAFEZ ABDOU SAID awl 
Full Name 
A28220837 et De 28907201202079 asa sil a 
Passport Number ID Number 
15/09/2021 ee Dakahlia Central Laboratories Cae 
Examination Date Examination Center 
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RT- PCR - Covid19 Negative 
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Please review the travel requirements of each country in 
terms of infection status , as a positive analysis may be 
a reason for preventing you from traveling according to 
regulations of some countries . 
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